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TOPIC 

I notice that interrupts no longer function on my Enhanced lie, is there a 
workaround? 

DISCUSSION 

Interrupts pass through the 80-column firmware in the Enhanced lie, and so 
interrupts will not work if you have no 80-column card installed. There are 
three ways to solve the problem: 

1. Install an 80 column-card 

2. Make sure your disk contains ProDOS 1.1.1 

3. If neither of the above solutions seem to work, use the BASIC command 
POKE 49162,0 to fool your lie into thinking that it contains an 
80-column card. 
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